Four rows of jacks for 
the M 569's four 
sequencer rows 



Eight individual 
outputs for the 
step-positions 
oftheM569 




The M569EG is a companion module 

to the M569 quad sequential voltage source. 

It expands the M569 by 32 individual 

gate outputs and allows direct access to every 

single step position. 
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M569 with attached M569EG 
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